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Health Certificate iaa gaai igi 
Novel Coronavirus test 2019 3aiusall Ui 9 9$ gÉ aad 
This certificate is upon personal request , not under any ialll Aga (le Agga gl (53 gaiil) Ae) (le pli Baldi oia daia 
responsibility 
Full Name LI ZHENFENG Jasi) aul 
Gender - Age Mae - 41 Jal - Caii 
Registeration No 2-132-207 gala] od 
Passport / ID No EF3495615 Ask, ai] ASUS I / Jigal ob 
ID No EF3495615 hagel ab) 
Sample Collection Time PM 04:15 2022-07-08 EV eal cá, 
Date of Report 2022-07-09 As ill fe 


ii a gal! Anil Lain Adi e. gl 19 2 9S nas A La ase (LÀ Y AUI aiit 
UU s åh AUI as) cass iaiu 19 55S ogli Ala y oa jul ilil ishay) 
gall gl aall yaad ga (ea all 


SWAB test 2019-nCoV . ..— (nCoV-2019) s.s gasi 
WE CERTIFY THAT A SWAB from THIS PERSON is ái b: COVID 19 osal laai ai d$ oel (yai cá] Aana C) a$ i 
tested for COVID19 BY real time-PCR (real time-PCR) 
Result interpretation is qm dansal) Anci ca gl y 


Negative — «t4 $ 


NO 2019 Novel Coronavirus (2019-nCov) RNA was detected in the specimen ,and the 
concentration was lower than the sensitivity of the kit 


Use The Mobile Application to Scan the QR Code HÄN iaa (ya SGU a gs ull geal (Lu gall (iud asii 
TRAVEL DATE CHANGES IS NOT OUR Uilggeua Cual ån) ie a å Cal Lus 
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äga chol yoLais>l 
Ammar Khaled Shehab 
MSC. Microbiology 


Dr. Duraid Qasim Jasim 


Consultant in Microbiology and Immunology Iraqi Board 
PhD in Microbiology and Immunology 


Authorization 


Director 


